









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 8-611 Surgical Instruments, Indirect Blood Transfusion Apparatus, and Miscellaneous Surgical Supplies: Care and Maintenance (1944),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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AND MISCELLANEOUS SURGICAL

SUPPLIES: CARE AND MAINTENANCE

WAR DEPARTMENT «+ 2&8 JANUARY 1944

WASHINGTON 2), D. C., 28 January 1944.

TM 8-611, Surgical Instruments, Indirect Blood Transfusion Apparatus, and Miscellaneous Surgical Supplies: Care and Maintenance, is published for the information and guidance of all concerned.

[A. G. 300.7 (3 Dec 43).]

By ORDER OF THE SECRETARY OF WAR:

G. C. MARSHALL, Chief of Staff.

J. A. ULIO,

Major General,

The Adjutant General.
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Bn 8 (5) ; C8 (5) ; Hospital Units (5). (For explanation of symbols see FM 21-6.)
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United States Government Printing OfÏce Washington : 1944

For sale by the Superintendent of Documents, U. S. Government Printing OfÏce, Washington, D. C. Price 10 cents
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Public domain (U.S. Government work). Mirrored by T.REX ARMS.
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